Office of the Clerk 

U.S. House of Representatives Legislative Resource Center 
B-106 Cannon House Office Building 
Washington, D.C. 20515-6601 



Dear Madam Clerk; 

This is to notify you that under the laws of the Commonwealth of Pennsylvania, I withdrew my 
candidacy for the U.S. House of Representatives on April 23,2018. 


Name: David Wertime 
Signature: 


Date: May 24,2018 

State; Pennsylvania District; 05 
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